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ABSTRACT 


Twenty-one cases of feline infectious peritoni- 
tis (FIP} were diagnosed using a direct immuno- 
fluorescence test on cytocentrifuged pleural and 
peritoneal effusions from cats sampled in vivo 
(11 cases) and at necropsy (10 cases). A commer- 
cial fluorescent polyclonal antiserum of feline 
origin reacting with FIPV and cross reacting with 
transmissible gastroenteritis virus and canine 
coronavirus was used. Eleven cats with ascites of 
a different origin were used as negative controls. 
The direct immunofluorescence test was 97 per 
cent reliable (31 cases of 32) and can be used in 
routine diagnosis. 


INTRODUCTION 


Feline infectious peritonitis (FIP) is a disease 
which affects domestic cats and several wild 
feline species (Barlough and Weiss 1983, Peder- 
sen 1987a, Scott 1987, Barlough and Stoddart 
1990). It was described for the first time in the 
USA by Wolfe and Griesemer (1966) and is now 
reported worldwide. 

FIP is caused by a virus of the Coronaviridae 
family, antigenically related to other corona- 
viruses which are responsible for mild feline 
infections, such as feline enteric coronavirus 
(FeCV), or asymptomatic infections, like trans- 
missible gastroenteritis virus (TGEV) or canine 
coronavirus (CCV) (Reynolds and others 1977, 
Pedersen and others 1978, Holmes 1985, Mcin- 
tosh 1985, Fenner and others 1987, Tupper and 
others 1987, Pastoret and Burtonboy 1991). 

FIP is not easy to diagnose in vivo, partly 
because of its subtle onset and partly because of 
the variety of signs and lesions which accom- 
pany the different clinical forms (Doherty 1971, 
Wolfe and Griesemer 1971, Montali and Strand- 
berg 1972, Pastoret and others 1974, Legendre 
and Whitenack 1975, Hayashi and others 1977, 
Rosmini and Simoni 1979, Weiss and Scott 1981, 
Pedersen 1983b, Barlough and Summers 1984, 
Lutz and others 1985, Renzoni and others 
1985a,b, Pedersen 1987a,b, Kelnerr and Litschi 
1989). Suspicion of the onset of peritoneal forms 
is often aroused by the appearance of ascites, 
accompanied by listlessness, mild jaundice, and 
fever, which does not respond to antibiotic 
treatment. 

Diagnosis is much more difficult in effusive 
non-peritoneal forms and even more so in non- 
effusive forms (Robison and others 1971, Lutz 
and others 1985, Pozza and Avezza 1986, Peder- 
sen 1987a,b, Wise and Macy 1990). 

The titration of circulating anti-FIPV anti- 
bodies is not diagnostic, although reliable results 
are often obtained using the enzyme-linked 
immunosorbent assay (ELISA) or competitive 
ELISA (C-ELISA) (Faravelli and others 1991). In 
fact FIP signs appear only in a proportion of 
seropositive felines and in some cases antibody 
levels become undetectable during the course of 
the disease. False positives due to infections 
from serologically related coronaviruses are also 
reported (Pedersen and others 1980, Weiss and 
Scott 1980, Pedersen 1983a,b, Barlough 1985, 
Pedersen 1987b, Barlough and Stoddart 1990, 
Wise and Macy 1990). 

According to Shelly and others (1988), physico- 
chemical examination of the intracavitary effu- 
sions can supply useful information, especially 
when the y-globulin concentration exceeds 32 
per cent. At the moment it appears that there are 
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Table 1. Comparison between the pathological findings and results of the direct immunofluorescence (DIF) test on effusions 


from 32 cats 


Number Breed Sex Age Effusion Sample Final diagnosis DIF 
L 
4 Persian M 6 months Peritoneal pm FIP + 
2 Persian F 6 months Peritoneal am FIP + 
3 Persian F 6 months Peritoneal pm FIP + 
4 ND ND ND Pleural am FIP + 
5 Mongrel F 3 years Peritoneal am Nocardiosis - 
6 Mongrel F 2 years Pleural am Nocardiosis - 
7 Persian M 3 months Peritoneal pm FIP + 
8 Persian F 6 months Peritoneal am FIP + 
9 Persian F 1 year Peritoneal am FIP + 
10 Persian F 3 months Peritoneal am FIP + 
11 Persian M 4-8 months Peritoneal/pleural = am/pm FIP - 
12 Mongrel F 6 years Peritoneal pm Hepatodystrophy - 
13 Mongrel M 5 years Peritoneal pm FIP + 
14 Mongrel F 10 years Pleural am Chylothorax 
15 Mongrel M 2 years Peritoneal am FIP + 
16 Mongrel F 2 years Pleural am Mesothelioma - 
17 Mongrel F 5 years Peritoneal am FIP + 
18 Mongrel F 7 months Peritoneal am FIP + 
19 Mongrel F 2 years Peritoneal pm FIP + 
20 Mongrel M 3 years Peritoneal/pleural am/pm FIP + 
21 Mongrel F 3 years Peritoneal am Hepatodystrophy - 
22 Mongrel M 2 years Peritoneal pm FIP + 
23 Mongrel F 2 years Peritoneal/pleural pm FIP + 
24 Mongrel M ND Peritoneal pm FIP + 
25 ND ND ND Peritoneal am Foreign body peritonitis - 
26 Persian F 3 months Peritoneal/pleural am FIP + 
27 Persian F 2 months Peritoneal am Nocardiosis - 
28 Mongrel M 14 years Pleural am Pulmonary carcinoma - 
29 Mongrel F 4 months Peritoneal am/pm FIP + 
30 ND ND ND Pleural am Septic pleurisy - 
31 Mongrel M 1 year Pleural pm Mesothelioma - 
32 ND ND ND Peritoneal am FIP + 


am Ante mortem examination, pm Post mortem examination, ND Not determined, FIP Feline infectious peritonitis 


no suitable techniques for the direct demonstra- 
tion of FIPV in such effusions. 

In order to overcome these difficulties the 
authors tried to evaluate the results of direct 
immunofluorescence (DIF) on cytocentrifuged 
cavitary effusions of affected animals in com- 
parison with cryostatic sections of the related 
organs. The aim was to verify the possible appli- 
cation of this method to intravital diagnosis of 
FIP. 


MATERIALS AND 
METHODS 


Thirty-two cats were included in the investiga- 
tion. They all showed signs of FIP. In particular, 
signs of effusions in at least one serous cavity 
were present. 

Approximately 2 ml of effusive fluid were sam- 
pled in vivo from the affected cavity of 22 cats. In 
the remaining 10 cats, sampling of effusive fluid 
was carried out at necropsy within two days of 
death. 
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The information regarding sex, breed and age 
of the cats is shown in Table 1. 

Within 15 hours of sampling, two slides were 
obtained from each sample through cytocentri- 
fugation using the Cytospin 2 (Shandon) at 130 g 
for 10 minutes. One slide was stained with May 
Griinwald-Giemsa and the other submitted for 
DIF. 

All the cats, including those sampled in vivo, 
were subjected to post mortem examination. The 
final diagnosis was based on the necropsy find- 
ings and histological examination. 

A commercial feline polyclonal fluorescein- 
conjugated antiserum (VMRD Inc) was chosen for 
the DIF test; this detects both FIPV biotypes I and 
II, and cross reacts with TGEV and CCV. 

The test was applied on freshly prepared cyto- 
centrifugates and cryostatic sections of organs 
with typical FIP lesions (10 cases). The control 
sections came from organs with lesions from 
other diseases (11 cases). If immediate staining 
was not possible, it was carried out after the slide 
had been stored at —20°C for no more than seven 
days. 

The slides submitted for DIF were fixed and 
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dehydrated in acetone-methanol (75 to 25 per 
cent) for 20 minutes and incubated with 100 ul of 
labelled serum for 30 minutes at 37°C in a moist 
chamber. After washing four times for 10 min- 
utes with a 25 per cent solution of carbonate 
buffer (pH 9), the slides were mounted with 
buffered glycerol and examined under a fluores- 
cent microscope at 250 to 400 X magnification. 
The technique was verified using a known posi- 
tive cryostatic section. 

An attempt was made to show the presence of 
coronavirus by transmission electron microscopy 
on 10 samples of ascitic fluid chosen from those 
cats positive to the DIF, and following ultracen- 
trifugation with a Beckman Airfuge and negative 
staining with a 2 per cent sodium salt of phos- 
photungstic acid. 


RESULTS 


A clear correlation was found between patho- 
logical findings and analysis of the intracavitary 
effusions by DIF for all the cats examined, except 
one (Table 1). 

In 11 of the 32 cats, the pathological picture 
and laboratory tests led to a diagnosis different to 
FIP, referable to mnocardiosis {three cases), 
intrathoracic neoplasms (three cases), hepato- 
dystrophy (two cases), foreign body peritonitis 
{one case}, septic pleurisy (one case), and chy- 
lothorax (one case). In all of these cases the 
cytocentrifugates of the intracavitary effusions 
were negative by the DIF test. May Griinwald- 
Giemsa stain often supplied useful indications 
for the diagnosis, which were subsequently con- 
firmed by histological and, or, microbiological 
examination. 

In the remaining 21 cats, the clinical diagnosis 
of FIP was confirmed by pathological and histo- 
logical findings and was also confirmed in 10 of 
these cases by a positive DIF test carried out on 
cryostatic sections of affected organs. 

A marked disagreement between the result 
from the DIF test on ascitic fluid and the final 
FIP diagnosis was found in only one case (case 
11; Table 1) which at the age of four months 
showed clinical signs of thoracic effusions with 
fever. Both the ELISA for the detection of anti- 
FIPV antibodies and DIF test carried out on the 
effusions were negative. Following antibiotic- 
cortisone treatment, the clinical signs partially 
subsided and general health improved, with the 
exception of persistent fever. After four months 
of treatment, there was a sudden serious deterio- 
ration in the clinical picture and concurrent 
appearance of ascites and serious cardiac failure. 
Further ELISAs gave a positive result for FIP 
whereas the DIF test on peritoneal fluid 
remained negative. Shortly before death, the 


FIG 1. Direct immunofluorescence on a cytocentrifuged 
peritoneal effusion from a six-month-old female Persian cat 
with effusive feline infectious peritonitis. The positive cells 
show a vivid green cytoplasmic fluorescence (arrow). x 400 


ELISA gave a negative or doubtful result and the 
DIF test on the exudate again gave a negative 
result. Nevertheless, the histopathological exami- 
nation and the DIF test, repeated on cryostatic 
sections of the damaged organs, supported the 
final diagnosis of FIP. 

In the positive exudates the examination of 
cytocentrifugates by ultraviolet microscope 
showed variable numbers of cells with a vivid 
green cytoplasmic fluorescence (Fig 1). Granulo- 
cytes also showed a green cytoplasmic fluores- 
cence, similar to that of the positive elements, 
although they were easily recognisable by the 
plurilobated nucleus. The autofluorescence of 
other cells was also different from that of positive 
cells because it was not so intense and the colour 
tended more towards yellow. 

The corresponding cytocentrifugates stained by 
the May Griinwald-Giemsa method showed pic- 
tures consistent with FIP infiltrates: there was a 
polymorphous cell population mainly composed 
of macrophages, lymphocytes, mesothelial cells 
and occasionally granulocytes. 

The result of the DIF test was verified on cryo- 
static sections prepared from affected organs. 
They showed cytoplasmic fluorescence in 
mononucleate round cells which infiltrated the 
necrotic areas. 

However, the DIF-positive cells were repre- 
sented in a different fashion both in mononuclear 
infiltrates and in various affected organs. So in 
the same animal it was possible to find organs 
with positive lesions and organs with negative 
lesions, and often the mononuclear infiltrates 
revealed the presence of coronavirus antigen in a 
limited number of macrophages only. 

On ultramicroscopic examination, the presence 
of coronavirus particles in the intracavitary effu- 
sions positive to the DIF test was confirmed in 
five of the 10 samples examined. Most of the 
viral particles appeared under the form of 
immunocomplexes, that is compact clumps of a 
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FIG 2. Negative staining of an ultracentrifugate from the 
peritoneal effusion of a one-year-old male Persian cat with 
effusive feline infectious peritonitis. The viral particles are 
coronaviruses. X 65,000 


variable number of particles embedded in an 
electron dense matrix (Fig 2). 


DISCUSSION 


It is well known that the clinical diagnosis of 
FIP is frequently difficult (Robison and others 
1971, Pedersen 1983b, Lutz and others 1985, 
Pozza and Avezza 1986, Pedersen 1987a,b, 
Shelly and others 1988); this also emerged from 
the authors’ experience and particularly from the 
regular occurrence of suspected cases, not con- 
firmed at necropsy or by laboratory tests. This 
was occasionally observed even when the clini- 
cal history was suggestive and serological tests 
were positive. 

Similar conclusions regarding the reliability of 
the serological test had already been drawn by 
other authors (Weiss and Scott 1980, Tupper and 
others 1987, Ingersoll and Wylie 1988a,b, Bar- 
lough and Stoddart 1990, Wise and Macy 1990). 
It is well known that on the basis of this test 
alone there are no differences between cats that 
are clinically ill with FIP and those that are 
either only infected or have come into brief con- 
tact with the virus or have been infected with 
FeCV. On the other hand, the absence of serum 
antibodies does not mean exclusion of infection, 
because the formation and deposition of 
immunocomplexes can cause temporary ‘anti- 
body eclipses’ (Pedersen and others 1978, 1980, 
Pedersen 1987b). 

The DIF test that the present authors used on 
cytocentrifugates from intracavitary effusions is 
very suitable, giving a positive result in most of 
the cases of FIP (20 out of 21) which were sub- 
sequently confirmed by necropsy and _histo- 
pathological examinations and, or, by a DIF test 
on cryostatic sections. 

The cases where pathological entities different 
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to FIP were identified and where the DIF test had 
never been positive on either the samples of the 
effusions or the cryostatic sections of affected 
organs were useful negative controls. 

However, the single case of FIP where the DIF 
on the intracavitary effusion was negative should 
not be underestimated. Therefore, these results 
seem to suggest that a positive DIF test on the 
intracavitary fluids can be considered reliable for 
the diagnosis of FIP, whereas the negative results 
are less reliable, due to false negatives, even 
though these are a rare occurrence. 

Various authors (Weiss and Scott 1980, Bar- 
lough and Stoddart 1990) state that the most reli- 
able diagnostic method consists of a histological 
biopsy examination: by using the DIF test on the 
ascitic liquid, biopsy could be limited to those 
cases where non-effusive FIP disease is suspected. 
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ABSTRACTS 


Infiltrative lipoma in a canine 
stifle joint 


A 10-year-old spayed lhaso apso had a slowly 
enlarging mass on the right hindleg, extending 
from the distal femur to mid tibia. This had been 
present for three years. There was recent lame- 
ness in the affected limb. Radiographs demon- 
strated soft tissue swelling with periosteal new 
bone on the tibia, and lytic lesions on the tarsus 
and tibia. Aspirants of the mass were consistent 
with a diagnosis of lipoma. An infiltrative fatty 
tumour was found on surgical exploration, 
involving both soft tissue and bone and extend- 
ing into, and throughout, the stifle joint. Histo- 
logical examination confirmed this to be a 
lipoma. No other treatment was undertaken and 
the mass continued to enlarge and was only 
mildly painful. A second biopsy confirmed the 
mass as remaining lipomatous. 


FRAZIER, K. S., HERRON, A. J., DEE, J. F. & ALTMAN, N. H. (1993) 
Journal of the American Animal Hospital Association 29, 
81-83 


Chronic vaginal prolapse during 
pregnancy in a bitch 


A FOUR-year-old labrador bitch had a chronic 
vaginal prolapse, first noticed during oestrus. 
Artificial insemination had been performed after 
the prolapse had been manually reduced. Multi- 
ple prolapses, treated unsuccessfully by sutures, 
recurred in the ensuing weeks (up to 58 days post 
oestrus). Radiographic examination failed to 
demonstrate any fetal skeletons and the bitch was 
deemed not to be pregnant. Surgical correction by 
hysteropexy and surgical removal of the prolapse 
took place and recovery was uneventful. Six days 
later, the bitch delivered a live, healthy male pup. 
Serum progesterone and oestradiol concentrations 
were taken and were 1-8 ng/ml and 1-75 pg/ml, 
respectively. Bitches with chronic vaginal pro- 
lapse should not be used for breeding. 


MeEMMOoN, M. A., PAVLETIC, M. M. & Kumar, M. S. A. (1993) 
Journal of the American Veterinary Medical Association 
202, 291-295 
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